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3.125 (a) 

FACIimES, GENERAL 

The facility must be construcled of stx:h material and ol sucb Etrengilb as anprociriaie lor the animals involved. Tfte 
hpuaingi lacilili^a shall be structurally sound enr:! stiall te mainlained m good rap«sir |p pnqteci thp animals frgni injury 
and to conlam the animals.. 

The wire mesh Iricaied riri the upfier pdrtien dt llie trpni ol the sugar glider exhibit has advaneedl deleridraterl rusi 
which has crealed many sharp points which can potentraJiy injure the ammais. This wire mesh Is also no longer 
siruclu rally souind. 

A portion of the front of the deef exhitut is in disrepair. The panels arc bent 4 loose and ha^e become detached from 
each pfhef. This creates gaps which pose a risli qF entrapment if the daer shcyld get their heads Icctged between 
lhaso loose panels. 

These areas shall be napairad cr replacatj sg ttiat they pro atrycturally spund and do npt pose a rHfc oF injury te these 
animals. 

Correol by July 21,2012 
3.127 (c) 

FACILITIES. OUTDOOR. 

A suitable method shall be provided to rapidly eliminate excess water The meibcd of drainage shall comply with 
applicable Federal, Slate, and Igcel laws and regylaticnra relating to pellulion cpnirgi pr ftie prptectipn pt the 
environment. 

The dciyple exhibit le very muddy wilh large area£ dF sianding water. 11 is rer^pgnized that this facility has experienced 
heavy ralrrfall lor the past several days due to a tropical storm, but heavy tarnlall Is common ter this time of the year m 
this gijrea. This exhibit is not completely covered which would help to prevent rain from entering this enclosure and 
may alleviate llodding. in addition, the large holas crealed by these animals further oontribule id lha lormalion el 
standing water and mod , 
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The animals feet are wel due lo line mud and standingi WrStef. Wet feet can contribute to dermaiological conditions 
which can ceuse pe>n anrfl’cr di^re^ lo Itia animal^. 

This endosjre ghaJI be designed to rapidly eliminate or preveni standing water so that the animals remain dry, This 
may ba acoamplishad by {but nnl limitad be] inatalling a ablid rect which would help 1b prevent rain Ircm antafing the 
enclosure. 

Corred by July 21,2012 


The exit interview was conducted with the Animal Care Supervisor. 
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